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HARYANA GOVT GAZ , MAY 15 , 1984 (VYSK , 25. 1906 SAKA) 


( PART I 


IRRIGATION AND POWER DEPARTMENT 


The 


17th April , 1984 


No. 3669/ 2 - L. - Whereas the Governor of Haryana is satisfied that the land specified 
below is needed urgently by the Government at public expense , 

at public expense , for public purpose , i. e ., for 
constructing Ateli sub -minor from Kilometre 0.000 to tail Kilometre 0.920 off -taking at Kilometre 
0.900 ( Pump House AM - I) Right of Ateli Minor in village Ateli-Begpur in tehsil Narnaul, district Mahendra 
garh , for which a notification has been issued under section 

published , --- vide Haryana 
Government, Irrigation and Power Department Notification No. 3076 /2-L , dated 30th March , 1984, 
in Haryana Government Gazette Part- I . 
It is hereby declared that the land described in the specification below 

is required 
urgently for 

the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 
1894, for information to all whom it may concern . 

And whereas the Governor of Haryana is further of the opinion that the purpose for 
which the land is required is of an urgent importance within the meaning of clauss (c) o : sub 
section (2 ) of section 17 of the said Act . 

Therefore, it is hereby directed under sub -section (4 ) of section 17 of the said Act, that 
the provisions of section 5- A of the said act shall not aply in regard to this acquisition . 

Plans of the land may be inspacted in the office of the Land Acquisition Collector, Public 
Works Department, Irrigation Branch , Narnaul. 

SPECIFICATIONS 


TE 


F 


District 


Tehsil 


Village 


Area in 
acres 


Hadbast 
Number 


Boundary /Rectangle Number / 
Khasra and Part Khasra Number 


A strip of land measuring 0.920 
killometre (3,013 feet) in length 
and varying in widths passing 
through full part / killas Number 
as below : 


2.82 


21-22 


77 


Mahendra- Narpaul 

garh 


78 


Ateli 
Begpur 


25 


8 , 9, 12 , 13 , 19 , 20 , 21 


80 


81 


9 


1 


5 , 6 , 7 , 14 , 15 , 16 , 17 and 24 


99 


4 , 7, 14 , 18 , 23 and 24 , 17 


100 


Total 


2.82 


3 
And generally lying in the direction 
from North to South and as 
shown on the Index Plan . 


By Order Governor of Haryana . 

S. C. AHUJA , 


Superintending Engineer, 
J. L. N. Canal Circle No. II , 

Rohtak . 


